To:  tyson.ingles@state.co.us[tyson.ingles@state.co.us] 

From:  Mail  Delivery  Subsystem 

Sent:  Mon  8/10/2015  3:14:53  AM 

Subject:  Undeliverable:  Gold  King  Mine  Release  update 

Gold  King  Mine  Release  update 

The  original  message  was  received  at  Sun,  9 Aug  2015  20:59:25  -0600 
from  mail-io0-f171.google.com  [209.85.223.171] 

— The  following  addresses  had  permanent  fatal  errors  — 
<tyson.ingles@state.co.us> 

(reason:  554  5.4.6  Too  many  hops) 

— Transcript  of  session  follows  — 

554  5.4.6  Too  many  hops  26  (25  max):  from  <Cristiano.Gina@epa.gov>  via  localhost,  to 
<tyson.ingles@state.co.us> 
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